RECOLLECTIONS AND REFLECTIONS
in his hands, and he requires the tact of a diplomat to reconcile the claims on the workshop of those engaged in teaching, and those working at research. One of my first duties on becoming Professor was to appoint such a man to superintend the workshops, for Gordon, who had held this post, left to be private assistant to Lord Rayleigh. I was fortunate in finding in a young Scotsman, Mr D. S. Sinclair, a man who combined all these qualities. Though a good mechanic, he knew nothing about glass-blowing when he came to the Laboratory. I sent him to have a few lessons, and after two or three months he became a very expert and exceptionally quick worker. He did very good work for the Laboratory for three years, when he left to take a good appointment in an engineering firm in India. He was succeeded by Mr A. T. Bartlctt, who after five years' service left to take up electrical engineering. He now holds an important position as head of the Research Department of the English General Electric Company. After him came Mr W. G. Pye, the son of Mr Pye who managed the workshop established by Mr Dew-Smith for making apparatus for use in the Physiological Laboratory, and which developed into the Cambridge Scientific Company. W. G. Pye rendered us very efficient service from 1892 to 1899, when he left to start in business in Cambridge as a scientific instrument maker. This business was very successful. It specialised in producing well-made and well-designed apparatus at a moderate price suitable for school laboratories or for elementary classes in the university. An offspring of this, Pye's Radio, which bears his name, is a still larger concern giving employment to many hundred workers. He was succeeded in 1899 by our present assistant, Mr F. Lincoln, who has rendered invaluable assistance in the work of the 116